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presence of acetylene and other unsaturated hydrocarbol
this gas may be shown in the usual manner.
Before an experiment is started the air in the appa
is displaced by means of a stream of coal gas passed
B. The pressure in the apparatus is denoted by meat
the water manometer attached to B.
500  c.c.   of paraffin  oil should be  passed  through
apparatus.    The volume of the distillates collected in
receiver should  be  noted, and their  densities, flash pc
range of distillation, olefine content, etc., should be comp
with those of the paraffin before " cracking."
By making a slight alteration in the apparatus, water
be allowed to pass into the tube simultaneously witt
paraffin and the effect of the presence of steam on the cc
of the reaction can thus be investigated. The tube may
be filled with scrap iron, nickel or other metal, etc., an<
character of the product obtained under different condi
compared.